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FOREWORD 

In  1976,  the  Ontario  Ministry  of  Environment  (OMOE)  published  the  guideline  "Evaluating  Construction 
Activities  Impacting  on  Water  Resources"  as  an  aid  in  the  assessment  of  the  environmental  impact  of 
construction  activities.   Information  gained  since  1976  now  warrants  a  revision  of  the  original  document. 

Beginning  in  1984,  the  guidelines  were  revised  to  reflect  current  information.  At  that  time  they  were  divided 
into  five  parts,  as  follows: 

Part  I:  Guidelines  for  construction  of  hydrocarbon  transmission  and  distribution  pipelines  crossing 

water  courses  (March  1984) 
Part  III  Guidelines  for  construction  of  highways  and  bridges 

(March  1984) 
Part  ni:  Handbook  for  dredging  and  dredged  material  disposal  in  Ontario  A,B,C    - 

I  A  -  Legislation,  Policies,  Sediment  Classification  &  Disposal  ,^ 

I  B  -  Dredging,  Transport  and  Monitoring 

C  -  Sediment  Sampling  and  Laboratory  Analysis 

(November  1990,  Revised  January  1994) 
Part  IV:     Guidelines  for  marine  construction  projects  (April  1986) 
Part  V;      Guidelines  for  small-scale  waterfront  projects  (April  1986) 

In  1994,  Parts  I,  11,  IV  and  V  were  revised  again  to  reflect  more  recent  approaches  to  sediment  and  erosion 
control  and  were  consolidated  into  one  document  entitled  "Guidelines  for  Evaluation  Construction  Activities 
Impacting  on  Water  Resources".  Part  III  continues  to  be  available  separately. 

This  handbook  (Dredging  and  Dredged  Material  Disposal  -  Part  IE)  has  been  prepared  to  assist  dredging 
project  proponents,  OMOEE  staff  and  staff  of  other  regulatory  agencies  in  the  selection  of  safe  and 
appropriate  management  methods  based  on  dredged  material  characteristics  and  current  OMOEE  legislation. 
This  document  is  intended  to  be  a  reference  handbook  of  dredging-disposal  activities,  the  details  of  which 
may  not  be  required  on  a  routine  basis.  The  current  revision  incorporates  the  new  sediment  evaluation 
procedures  from  the  Provincial  Sediment  Quality  Guidelines  (Persaud  et  al.  1992). 

i  ''■  *  .  -    ■    - 

Mention  of  trade  names  and  commercial  products  in  this  handbook  does  hot  constitute  endorsement. 
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INTRODUCTION 

Environmentally  sound  marine  construction  practice  requires  that  every 
effort  be  made  to  preserve  the  physical  and  biological  integrity  of 
Ontario's  waterbodies  in  accordance  with  the  provincial  goals  -  "To  ensure 
that  the  surface  waters  of  the  Province  are  of  a  quality  which  is 
satisfactory  for  aquatic  life  and  recreation"  (Ontario  Ministry  of  the 
Environment,  1978). 

The  aim  of  this  Ministry  of  Environment  handbook  is  to  provide  an  overview 
of  the  management  options  for  the  handling  of  dredged  material  in  the 
Province  of  Ontario.  These  guidelines  were  developed  to  protect  the 
receiving  environment  according  to  the  physical,  chemical  and  biological 
quality  of  the  material  being  dredged.  Recognition  is  given,  where 
appropriate,  to  the  potential  re-use  of  certain  materials. 

Dredging  for  the  purposes  of  this  handbook  is  identified  as  the  planned, 
mechanical  movement  of  material  located  below  the  surface  of  a  waterbody, 
or  at  the  land/water  interface.  These  guidelines  apply  to  all  forms  of 

dredging. 

The  following  sections  review  the  use  of  a  variety  of  dredges,  transport  of 
dredged  material  and  monitoring  of  dredging  operations. 

1.0  DREDGING  AND  TRANSPORT  OF  DREDGED  MATERIAL 

1.1  Dredges  and  Their  Operation 

Dredges  may  be  grouped  into  two  broad  categories,  mechanical  and  hydraulic. 
Mechanical  dredges  use  one  or  more  buckets  of  various  designs  to  pick  up 
the  material  to  be  dredged.  The  material  is  typically  placed  in  a  scow  or 
barge  and  transported  to  a  disposal  site.  Hydraulic  dredges  act  like  a 
large  vacuum  cleaner.  They  may  or  may  not  employ  a  cutter  head  at  the 
suction  inlet  to  loosen  the  material.  A  pump  and  pipeline  system  is 


normally  used  to  move  the  dredged  material  as  a  slurry. 
1.1.1  Mechanical  Dredges 

Mechanical  dredges  are  similar  in  operation  to  their  dry  land  counterparts. 
Material  is  picked  up  in  the  dredge  bucket  and  either  placed  in  the 
disposal  area  or  may  be  transported.  The  latter  by  trucks,  scows/barges  or 
occasionally,  conveyor  belts.  In  some 

instances,  the  dredge  and  transport  scow  are  combined  as  one  vessel, 
particularly  where  it  is  necessary  to  mechanically  off-load  the  scow. 
Differences  in  operation  of  the  various  dredges  are  dictated  by  the 
physical  nature  of  the  material  to  be  dredged. 

Ladder  bucket  dredges  (Figure  1.1)  are  derived  from  some  of  the  earliest 
known  dredges  and  are  still  commonly  used  in  some  European  harbours  and 
mining  operations. 

Clamshell  dredges  (Figure  1.2)  are  among  the  most  versatile  dredge  buckets 
in  that  they  are  able  to  work  in  all  types  of  material  including  blasted 
rock,  and  manoeuvreable  enough  to  work  in  restricted  areas.  Clamshell 
dredges  have  been  typically  used  in  both  capital  and  maintenance  projects 
in  Small  Craft  Harbour  facilities.  The  downward  digging  force  that  can  be 
exerted  by  the  bucket  is  limited  by  its  static  or  dropping  weight.  Various 
bucket  and  jaw  designs  are  available  to  cope  with  a  variety  of  bottom 
materials  from  soft  mud  to  blasted  rock.  Dredging  depth  is  limited  only  by 
the  amount  of  wire  rope  on  the  winch  drums.  Clamshell  dredges  leave  a 
somewhat  irregular  bottom  profile  such  that  dredging  is  often  necessary  to 
ensure  high  spots  are  not  left  above  the  desired  depth. 

The  dragline  dredge,  (Figure  1.3)  using  wire  ropes  from  the  top  and  base  of 
the  boom  to  the  bucket,  casts  the  bucket  forward  and  then  pulls  the  bucket 
back  through  the  material  to  be  excavated.  Digging  force  is  a  function  of 
the  bucket  weight,  the  winching  force  and  the  relative  slope  of  the 
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FIGURE   1.1:  LADDER     BUCKET    DREDGE 
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FIGURE  1.2:  CLAMSHELL    DREDGE 
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excavation  face  to  the  bucket.  The  bucket  is  merely  a  scoop  with  no  moving 
parts  so  that  it  cannot  close  around  the  load.  When  working  with 
non-cohesive  materials  or  in  substantial  water  depths,  this  becomes  a 
disadvantage  due  to  washout.  It  is  frequently  used  in  small  scale  dredging 
operations  of  coarse  sand  or  cobble  which  can  be  performed  from  shore,  and 
where  the  materials  will  be  disposed  in  the  near-shore  area. 

Backhoe  or  dipper  dredges  (Figure  1.4)  combine  the  agility  of  the  clamshell 
and  the  digging  force  of  the  power  shovel.  The  load  is  scooped  back  and  up 
into  the  digging  face  with  a  semi-open  bucket  on  an  articulating  boom.  The 
excavation  depth  is  limited  by  the  reach  of  the  boom.  More  control  over 
the  bucket  is  possible  than  with  a  dragline,  and  spillage  is  typically 
less.  Backhoes  are  now  used  more  commonly  because  of  their  greater  digging 
force  compared  to  clamshells  and  draglines. 

The  various  mechanical  dredges  pick  up  bottom  sediments  without 
substantially  affecting  their  in-place  density,  i.e.,  without  entraining 
excess  water.  The  dredged  materials  may  be  deposited  by  the  dredge 
directly  at  an  aquatic  or  on-land  disposal  site  within  reach  of  the  boom. 
More  often  than  not,  the  disposal  site  Is  farther  away  and  an  Intermediate 
transport  mode  is  required.  For  dredges  working  close  to  a  dock  or 
shoreline,  it  may  be  possible  to  load  directly  into  trucks.  This  would 
normally  be  appropriate  only  for  relatively  small  quantities  of  sediment 
destined  for  up-land  disposal.  Sealed  truck  bodies  are  required  to  avoid 
material  loss/leakage  along  the  haulage  route.  Transport  from  a  mechanical 
dredge  working  in  open  water  is  typically  undertaken  by  tug-powered  or 
self-propelled  barges.  Most  such  barges  are  designed  to  dump  their  load  at 
an  open  water  disposal  site  through  bottom  doors  or  by  splitting  open  along 
a  longitudinal  hinge  line. 

Tug  and  barge  combinations  and  self-propelled  barges  are  typically 
restricted  in  their  operations  because  of  sea  state  (i.e.,  wave 
conditions).  Placement  of  material  from  barges  into  a  confined  disposal 
facility  requires  re-handling. 


FIGURE    1.4:BACKH0E    DREDGE 
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Special  dredging  equipment  has  been  developed  for  specific  uses.  One 
example  is  the  use  of  a  modified  scow  to  precisely  place  dredged  granular 
material  as  backfill  over  a  deep  water  pipeline  through  a  pipe  suspended 
vertically  from  the  ship  to  the  bottom  and  guided  by  a  computer-controlled 
dynamic  positioning  system. 

■1 
1.1.2  Hydraulic  Dredges 

Hydraulic  dredges  pump  sediment  as  a  slurry,  typically  with  5-20%  solids 
content.  Dredged  material  is  transported  from  the  suction  dredge  via  a 
pipeline  directly  to  the  disposal  area.  Booster  pumps  can  be  added  to  the 
pipeline  to  extend  the  operating  distance  between  the  dredge  site  and  the 
disposal  site.  Transport  distances  of  1  to  10  km  have  been  reported. 

It  should  be  noted  that  hydraulic  dredges  have  not  been  used  on  a  regular 
basis  in  Ontario. 

In  a  cutter  suction  dredge  (Figure  1.5),  the  use  of  a  cutter  head  augments 
the  efficiency  and  usability  (broader  sediment  classification)  of  the 
suction-only  dredge.  Sizes  (given  by  the  diameter  of  the  pump  discharge 
line)  vary  from  small  6"  (152  mm)  models  up  to  36"  (914  mm)  dredges  with 
the  capacity  to  excavate  3,000  cubic  metres/hour. 

In  operation,  the  cutter  suction  dredge  has  anchors  placed  ahead  to  either 
side  and  a  lowered  spud  at  the  stern.  Winches  to  the  anchors  pivot  the 
dredge  on  the  rear  spud  describing  an  arc-shaped  cut.  At  the  end  of  the 
cut,  the  alternate  spud  is  lowered,  the  first  spud  raised  and  the  dredge  is 
swung  back  in  the  opposite  direction  "walking"  forward  as  it  makes  the  next 
cut.  These  dredges  typically  rely  on  the  skill  of  the  operator  to  maximize 
production  without  plugging  the  pipeline.  Mobilization  and  demobilization 
take  some  time  (and  expense)  so  that  the  equipment  is  seldom  appropriate 
for  small  scale  projects. 


6 


r-SPUD  . 


FIGURE    1.5:  CUTTER    SUCTION    DREDGE 


The  power  driven  cutter  head  allows  a  cutter  suction  dredge  to  work  in 
practically  any  type  of  material  but  rock.  Very  large  dredges  may  have 
1,500  horse  power  (1,118  kw)  on  the  cutter  and  5,000  horse  power  (3,724  kw) 
on  the  pump. 

For  smaller  projects,  such  as  lake  restoration,  dredging  of  canals/ 
channels  or  removal  of  weed  infestations,  small  truck-transportable  dredges 
are  used.  An  example  of  this  type  of  dredge  is  the  Mud  Cat  (Figure  1,6). 

The  trailing  suction  hopper  dredge  is  particularly  useful  for  the  removal 
of  unconsolidated  sand  or  mud  in  channels  (Figure  1.7).  These 
self-contained  ships  pump  the  dredged  material  aboard  through  a  trailing 
suction  pipe  (or  pipes)  equipped  with  a  draghead  which  loosens  the  material 
and  directs  it  into  the  suction  inlet  as  the  vessel  moves  ahead.  In  normal 
operation,  the  hoppers  are  surcharged  until  an  economic  load  is  obtained 
(perhaps  50%  solids)  with  excess  water  and  fines  being  discharged 
overboard,   (Additional  discussion  on  "overflow"  can  be  found  in  Chapter 
2.0).  Typically,  these  vessels  are  self-  contained  and  combine  the 
dredging  and  transport  functions.  Modern    dredges  are  equipped  with 
swell  compensators  on  the  suction  pipe  which  allow  operation  even  in 
35  knot  winds.  The  distance  to  the  disposal  site  is  limited  only  by  the 
economics  of  vessel  turnaround  time,  not  by  physical  constraints  or  weather 
considerations.  Hopper  dredges  are  able  to  discharge  their  load  by  dumping 
through  hopper  doors,  using  the  split  hull  version  (Figure  1.8),  or  by 
pumping  into  a  confined  shoreline  disposal  facility. 

The  dustpan  dredge  is  a  hydraulic  suction  dredge  with  a  special  suction 
head  shaped  like  a  dustpan  developed  to  quickly  remove  shoals.  Across  the 
opening  are  arranged  vertical  pipes  which  jet  water  to  loosen  sand  and 
silt.  Dustpan  dredges  operate  by  winching  themselves  upstream  into  the 
shoal  to  be  removed.  The  wide  head  and  the  high  pressure  water  jets  make 
it  possible  to  obtain  a  higher  solids  content  in  freely  flowing  materials 
than  with  other  hydraulic  suction  dredges.  This  type  of  dredge  has  been 
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successfully  tested  on  removal  of  Kepone-contaminated  sediments  from  the 
James  River  (Vann,  1981). 

Rather  than  the  centrifugal  pump  powering  the  suction  hopper  and  cutter 
suction  dredges,  the  Pneuma  dredge  (Figure  1.9)  pump  body  comprises  two  or 
three  pressure  cylinders  acting  as  a  piston  pump  with  compressed  air  taking 
the  place  of  the  piston.  The  unit  is  compact  and  portable,  lending  itself 
to  mobile  operations  from  a  small  barge  or  a  land-based  crane.  In  free 
flowing  sediments,  the  pump  inlets  are  simply  lowered  into  the  deposit.  In 
more  cohesive  materials,  scoops  {if  required,  incorporating  a  cutter  head) 
are  mounted  to  the  pump  body  to  feed  loosened  material  to  the  suction  inlet 
and  the  assembly  is  winched  through  the  deposit.  Material  is  pumped  as  a 
high  solids  slurry  through  the  discharge  line  to  a  disposal  facility.  For 
short  distances,  the  system  is  claimed  to  have  a  high  solids  delivery  (up 
to  70%). 

The  Oozer  system  (Figure  1.10)  is  a  special  purpose  dredge  developed  in 
Japan  to  remove  highly  contaminated  soft  or  "soupy"  sediment  without  losses 
to  the  water  column.  The  unit  is  reportedly  difficult  and  expensive  to 
use.  The  volume  dredged  per  unit  time  is. relatively  low.  Sediment  is 
lifted  with  compressed  air  and  vacuum  pumps. 

1.2   Disposal  Operations  and  Equipment  Choice 

Selection  of  a  disposal  alternative  is  determined  by  project  purpose, 
economics  and  the  physical,  chemical  and  biological  properties  of  the 
dredged  material . 

Economics  favour  unconfined  open  water  disposal.  This  can  be  accomplished 
by  any  of  the  dredge  types  previously  described.  The  mechanical  dredges 
place  the  sediment  within  reach  of  their  booms  or  load  barges  for  hauls  to 
more  distant  disposal  sites.  Cutter  suction  dredges  can  pump  material 
through  a  floating  pipeline.  Trailing  suction  hopper  dredges  have  the 
greatest  range  for  transporting  materials  to  a  remote  open  water  site.  A 
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variation  of  the  trailing  suction  dredge  discharges  the  material  directly 
overboard  at  the  dredge  site  via  a  long  boom  (side-casting).  For  small 
scale  projects,  particularly  where  the  dredging  is  being  done  by  a 
land-based  dragline  or  clamshell,  economics  favour  local  on-land  disposal 
directly  or  via  trucks. 

On-shore  or  near-shore  disposal  may  be  dictated  by  the  desire  to  improve  or 
or  create  additional  land  for  industrial,  commercial,  residential, 
recreational  or  habitat  purposes.  The  land  use  will  determine  the  disposal 
location  and  configuration.  Unless  the  area  to  be  filled  is  within  reach 
of  the  dredge  site,  mechanical  dredges  require  a  rehandling  operation  to 
move  material  into  upland  disposal  sites  from  the  transport  barge.  Cutter 
suction  dredges  have  the  advantage  of  being  able  to  pump  material  directly 
to  shoreline  or  upland  sites  within  the  range  of  their  pumps  (which  can  be 
extended  by  booster  pumps).  Most  hopper  dredges  also  can  now  pump  material 
ashore, 

1.3   Environmental  Impacts  of  Dredging  and  Transport  of  Dredged 
Materials  to  the  Disposal  Site 

Dredging  operations  may  be  divided  into  three  steps:  dredging,  transport 
and  disposal.  The  impacts  at  each  step  will  be  a  function  of  the  existing 
environment  affected,  the  nature  of  the  material  being  dredged  and  the  type 
of  equipment  selected  to  do  the  work. 

Capital  dredging  is  defined  as  "new"  work;  that  is,  the  removal  of  material 
from  an  area  that  has  not  been  previously  dredged,  e.g.,  deepening  and 
widening  a  navigational  channel.  Maintenance  dredging  is  dredging  required 
to  maintain  navigational  access  or  depth.  Typically,  maintenance  dredging 
Involves  removal  of  recently-sedimented  mud  or  sand,  brought  into  the  site 
by  long-shore  transport  or  by  rivers.  Because  contaminants  are 
preferentially  associated  with  fine-grained  sediments,  maintenance  dredging 
typically  involves  the  removal  of  more  contaminated  sediments  than  capital 
dredging. 


The  degree  to  which  environmental  problems  occur  at  a  given  site  is 
primarily  a  function  of  the  disturbance  and  sediment  loss  created  by  the 
operation  of  the  dredge.  Although  it  is  often  beyond  the  control  of  the 
environmental  manager,  skilled  operation  of  the  correct  equipment  for  the 
conditions  encountered  will  reduce  environmental  impact  as  well  as  increase 
efficiency. 

As  illustrated  in  Figure  1.11,  sediment  re-suspension  is  lowest  with  cutter 
suction  dredges  or  suction  hopper  dredges  operated  without  overflow.  In 
unconsolidated  fine-grained  sediments,  clamshell  dredges  generate  turbidity 
levels  comparable  to  overflowing  hopper  dredges.  Figure  1.12  schematically 
presents  the  two  extremes  of  turbidity  encountered  in  a  water  body. 

■  Natural  conditions  refer  to  the  minimum  disturbance  that  can  occur  while 
storm  conditions  refers  to  the  maximum  turbidity  that  can  be  expected.  The 
different  dredges  have  been  placed  on  this  schematic  to  Indicate  the  amount 

.  of  turbidity  generated  by  each  dredge  type.  With  a  cutter  suction  dredge 
the  sediment  losses  occur  predominantly  at  the  cutter  head  and  may  not 
appear  in  the  surface  waters.  Hopper  dredges  lose  some  material  at  the 
trailing  drag  head,  but  a  significant  source  of  fines  is  the  overflow  at  or 
near  the  surface.  Propeller  scour  from  a  hopper  dredge  may  result  in 
resuspension  in  shallow  channels  which  may  be  comparable  to  that  generated 
by  ships  of  similar  size.  With  a  clamshell  dredge,  losses  occur  as  the 
bucket  cuts  into  the  bottom  material;  as  washout  while  the  bucket  is  raised 
through  the  water  column;  and,  as  spillage  when  the  bucket  breaks  the  water 
surface  and  is  swung  to  the  dump  scow.  The  disturbance  from  a  backhoe 
dredge  is  comparable  to  that  from  the  clamshell  dredge.  Dragline  and 
bucket  dredges  are  normally  operated  in  coarse-grained  material,  where  loss 
of  fines  is  not  a  significant  concern.  In  softer  material,  washout  from 
the  bucket  would  be  comparable  to  that  from  a  clamshell  operation. 

The  areal  extent  of  the  impact  at  the  dredge  site  will  be  strongly 
influenced  by  the  presence  or  absence  of  currents.  Bohlen  et  al.  (1979) 
reported  that  the  solids  suspended  during  a  river  dredging  operation 
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typically  re-settle  within  500-1,000  m  of  the  dredge.  Koba  and  Shiba 
(1981)  reported  similar  results  for  harbour  dredging  in  Japan.  In  calm 
water  the  impact  of  stationary  dredges  will  be  restricted  to  a  relatively 
small  area.  Suction  hopper  dredges  will  influence  a  larger  area  because  of 
the  distance  it  has  to  travel  in  loading  the  hoppers  and  especially  the 
distance  travelled  during  hopper  overflow.  Figure  1.13  illustrates  the 
decrease  in  turbidity  with  distance  from  an  overflow  operation  on  a 
trailing  suction  hopper  dredge. 

Of  the  three  steps  -  dredging,  transport  and  disposal  -  transport  of 
dredged  sediment  to  the  disposal  site  will  have  the  lowest  impact.  Impacts 
of  dredged  material  on  the  environment  at  this  stage  come. about  only 
through  leaks  or  spills,  whether  the  transport  medium  is  a  pipeline,  scow, 
hopper  dredge  or  truck.  There  may  be  impacts  from  secondary  construction 
such  as  the  construction  of  a  haul  road  or  rehandling  facility  or  the 
dredging  of  an  access  channel  for  scows. 

1.4    Mitigation  Measures 

Successful  application  of  mitigation  measures  depends  on  a  thorough 
analysis  of  the  dredge  and  dredged  material  disposal  sites  and  an 
assessment  of  the  proposed  dredging  operation.  The  following 
considerations  should  be  included  during  this  evaluation  of  potential 
impacts: 

«  proposed  timing  and  duration  of  dredging; 

•  proposed  methodology  for  dredging  and  dredge  material  disposal; 

•  the  physical,  chemical  and  biological  properties  of  the  sediment 
at  both  the  dredge  and  disposal  sites; 

•  physical  characteristics  of  the  watercourse,  notably  depth, 
currents  and  wave  climate; 

.  quantity  to  be  dredged; 

•  biotic  environment  (flora  and  fauna)  at  both  sites  including 
fish,  bird  and  (where  applicable)  mammal  habitat  considerations; 


.  land  and  water  use  in  the  area,  e.g.,  beach  or  industrial, 
presence  of  water  intakes,  riparian  and  waterlot  rights; 

•  existing  water  quality  at  both  sites;  and 

•  past  history  of  dredging  and  dredge  material  disposal  in  the. 
area.  .  . .   ■  . .  -  .  . 

Scheduling  can  be  an  effective  mitigation  measure  to  avoid  impacts  on  fish 
spawning,  recreational  use  and  water  supplies.  When  possible,  dredging 
should  be  carried  out  at  periods  of  low  biological  activity  and  low 
streamflow  (or  lake  currents). 

Selection  of  the  type  and  size  of  a  dredge  may  be  an  appropriate  mitigation 
measure.  For  lake  restoration  projects,  hydraulic  dredges  have  been 
selected  for  their  ability  to  work  without  creating  turbidity  levels  that 
would  interfere  with  existing  fish  populations.  By  using  too  small  a 
dredge,  the  project  duration,  with  its  attendant  impacts,  can  be  needlessly 
extended.  The  size  of  a  hydraulic  dredge  must  not  exceed  the  capability  of 
the  disposal  area  to  provide  adequate  retention.  Typically,  trailing 
suction  hopper  dredges  "overflow"  during  operations  to  improve  the  density 
of  the  final  load.  In  some  cases  or  in  consideration  of  the  nature  of  the 
sediments,  hopper  overflow  may  not  be  permitted. 

For  highly  contaminated  sediments,  where  toxic  materials  could  be 
transported  off  site  via  resuspended  sediment,  it  may  be  necessary  to 
modify  conventional  dredges  or  employ  special  purpose  equipment.  The 
conventional  clamshell  bucket  can  be  modified  so  that  it  is  sealed  upon 
closing  to  eliminate  the  spillage  that  normally  occurs.  Some  experiments  , 
have  been  made  with  shrouds  to  enclose  the  clam  shell  (Raymond,  1983).  The 
Mud  Cat  dredge  (Figure  1.6),  with  its  shrouded  auger  cutterheadj  reportedly 
generates  less  turbidity  than  conventional  cutterheads  (Sherman,  1984). 

The  Pneuma  (Figure  1.9)  and  Oozer  (Figure  1.10)  dredging  systems  are  both 
reported  to  operate  with  minimal  sediment  resuspension,  and  have  been 
recommended  for  use  with  very  fine-grained  highly-contaminated  sediments. 
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To  confine  turbid  surface  water,  silt  curtains  have  been  successfully 
deployed  at  both  the  dredging  and  the  disposal  area  (Huston  and  Huston, 
1976;  JBF  Scientific,  1978).  The  silt  curtain  is  typically  made  of  low 
permeability  fabric  suspended  from  a  floating  boom  and  weighted  at  the 
bottom.  To  be  effective,  the  bottom  of  the  curtain  must  rest  on  the 
sediment.   Its  effectiveness  is  also  limited  to  areas  with  low  currents 
(less  than  1  knot)  and  limited  wave  action  (generally  less  than  1  metre). 

1.5    Management  of  Dredging  Slurries 

Slurries,  in  the  context  of  this  guideline,  are  associated  with  hydraulic 
dredging  operations.  Hydraulic  dredging  in  Ontario  includes  dredging  for 
the  purpose  of  removing  excess  sediments  and  for  the  extraction  of  mineral 
resources. 

The  hydraulic  dredging  procedure  involves  pumping  the  sediments  in  the  form 
of  a  slurry.  Within  the  context  of  the  legislation  administered  by  the 
Ontario  Ministry  of  the  Environment,  hydraulic  dredging  is  viewed  as  a 
process  which  takes  water,  contaminates  it  and  then  returns  the  water  back 
to  the  watercourse.  Both  the  taking  of  water  and  the  treatment  process 
required  to  remove  the  sediments  from  the  slurry  fall  under  the  provisions 
of  the  Ontario  Water  Resources  Act.  Accordingly,  the  Ontario  Ministry  of 
the  Environment  will  regulate  the  taking  of  water  and  its  release  back  to 
the  natural  environment.  Projects  are  divided  into  four  categories: 

i*:,    Resource  Recovery  Dredging 

Hydraulic  dredging  operations  being  undertaken  for  the  purpose  of  resource 
recovery  under  the  Beach  Protection  Act  are  regulated  by  the  Ontario 
Ministry  of  Natural  Resources.  For  these  projects,  the  concerns  of  the 
Ontario  Ministry  of  the  Environment  are  identified  to  the  Ontario  Ministry 
of  Natural  Resources  although  no  formal  OMOE  approval  is  required. 
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;Z*  Beach  Nourishment 

Use  of  hydraul ically  dredged  sand  for  beach  nourishment  will  be  recognized 
by  the  Ontario  Ministry  of  the  Environment  as  a  beneficial  use  of  sediment 
providing  that  bulk  chemical  analyses  results  show  that  the  sediment  is 
acceptable  for  open  water  disposal.  Such  projects  will  require  an  Ontario 
Water  Resources  Act,  Section  20  approval  for  water  taking.  The  Water 
Taking  Permit  will  specify  any  conditions  considered  necessary  by  the 
Ministry  to  prevent  surface  water  quality  impairment. 

if^. _    Private  Sector  Hydraulic  Dredging  Projects 

For  all  private  sector  dredging  projects  undertaken  by  hydraulic  dredging, 
an  Ontario  Water  Resources  Act,  Section  20  approval  for  water  taking  will 
be  required.  The  Water  Taking  Permit  may  contain  conditions  considered 
necessary  by  the  Ministry  to  prevent  surface  water  quality  impairment. 

Where,  in  the  opinion  of  the  .Ministry,  a  large,  complex  or  potentially 
sensitive  private  sector  hydraulic  dredging  project  is  being  proposed,  the 
approval  requirements  for  the  project  may  also  include  a  Section  24, 
Ontario  Water  Resources  Act  approval  for  an  industrial  sewage  works  (i.e., 
will  be  considered  under  the  same  procedures  as  Category  4). 

Mi  Public  Sector  Hydraulic  Dredging  Projects 

Public  Sector  Hydraulic  Dredging  projects  shall  require  both  a  Permit  to- 
take  Water  under  Section  20  of  the  Ontario  Water  Resources  Act  and  an 
approval  under  Section  24  of  the  Ontario  Water  Resources  Act  for  an 
industrial  sewage  works.  Where  a  hydraulic  dredging  project  requires  a 
Section  24,  Ontario  Water  Resources  Act  approval,  the  effluent  quality 
objective  will  be  determined  on  a  case-by-case  basis. 

Where  an  Ontario  Water  Resources  Act,  Section  24  approval  is  required, 
ultimate  disposal  of  sediment  will  be  in  accordance  with  the  classification 
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process  presented  in  Part  III  A  of  this  report  series. 

Where  the  dredged  material  is  not  put  to  any  specific  use,  the  common 
procedure  is  to  pump  the  slurry  to  a  confined  settling  pond  where  the 
sediments  are  removed  from  the  slurry  by  settling  before  the  excess  water  . 
is  discharged  back  to  the  watercourse.  Waste  slurries  from  maintenance 
dredging  of  fine-grained  sediments  can  contain  suspended  solids 
concentrations  well  in  excess  of  20,000  mg/1 .  At  concentrations  of  this 
magnitude,  an  extremely  efficient  settling  process  is  necessary  to  reduce 
the  suspended  solids  to  a  level  acceptable  for  discharge  to  the  receiving 
waters. 

Confined  disposal  facilities  for  dredged  materials  must  provide  sufficient 
capacity  to  retain  the  total  volume  of  sediments  being  dredged,  as  well  as 
adequate  detention  time  for  the  sedimentation  process  to  achieve  an 
acceptable  effluent  quality. 

2.0  MONITORING 

The  following  discussion  covers  points  that  might  be  required  as  part  of 
the  approval  for  dredging  and  disposal.  Not  all  requirements  may  be 
implemented  for  every  project.  {Proponent  should  discuss  with  OMOE). 

2.1  Dredging  Operation 

There  are  three  components  of  concern: 

-  turbidity  generated  during  the  operation; 

.  interference  with  navigation  or  other  uses  of  the     waterways; 

and 
*;  interference  with  fish  migrations  or  movements. 

the  type  of  dredging  equipment  used  (see  Chapter  1)  and  the  nature  of  the 
material  dredged  are  the  determining  factors  in  the  generation  of 
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turbidity.  The  proponent  may  be  required  to  monitor  turbidity  around  the 
dredge  during  active  dredging.  This  will  require  knowledge  of 
pre-construction  turbidity  levels  over  a  range  of  site  conditions  (e.g., 
Spring  run-off  at  a  river  mouth  will  have  a  higher  turbidity  than  late 
.  summer  low  water  periods,  and  storms  will  also  generate  turbidity). 
Measurement  of  suspended  solids  may  be  used  in  place  of  measurement  of 
turbidity. 

-  If  the  project  is  located  in  a  lake  or  large  harbour,  then  monitoring  siteS 
should  be  established  in  a  uniform  pattern  around  the  equipment  and  at 

■  select  distances  in  a  radial  pattern  out  from  the  equipment.  If  in  a  river 
or  harbour  at  a  stream  moutK,  monitoring  sites  should  be  positioned  both  up 
and  down  river  and  to  both  sides  of  the  project  with  the  major  emphasis  on 
downstream  areas.  It  is  recommended  that  river  or  stream  currents  be 
measured,  to  assist  in  station  location.        ,, 

Interference  with  navigational  or  other  uses  of  the  waterway  or  harbour  can 
be  minimized  by  discussions  with  the  harbour  authority  or  the  Canadian 
Coast  Guard.  It  may  be  necessary  to  publish  information  regarding  the 
activity  and  perhaps  have  special  channel  markers  installed.  The  latter 
are  especially  important  if  major  changes  to  the 

waterway  are  to  be  undertaken.  Consideration  under  this  category  must  also 
be  given  to  transport  of  dredged  material  to  the  disposal  facility. 
Transit  by  barge  or  self-dumping  dredge  will  cause  less  interference  than 
disposal  via  pipeline.  Interference  with  fish  migrations  or  fish  spawning 

.  may  lead  to  seasonal  limitations  being  imposed  on  dredging  activities. 
These  limitations  may  require  that  dredging  only  take  place  during  certain 
months  or  that  it  not  occur  at  certain  times.  Information  relating  to  fish 
migrations  or  spawni*ng  can  be  obtained  from  the  Ontario  Ministry  of  Natural 
Resources  or  the  Canada  Department  of  Fisheries  and  Oceans.  Although  the 
actual  dredging  operation  may  not  interfere  with  the  fishery,  transit  to 
the  disposal  facility  may  create  an  impact,  not  only  from  the  actual 
movement  of  traffic,  but  also  propeller  wash  stirring  up  the  bottom 

.  sediment.  Careful  review  of  the  transit  route  should  be  undertaken  as  part 
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of  the  pre-project  evaluation. 


2.2    Open  Water  Disposal  Site 

Disposal  of  dredged  sediments  that  meet  the  criteria  for  open  water 
disposal  as  described  in  Part  IIIA  will  also  require  consideration  of 
methods  to  mitigate  negative  impacts  and  enhance  positive  impacts.  The 
disposal  site  selected  should  have  sediments  with  similar  physical 
characteristics  to  the  dredged  sediments.  The  best  location  for  littoral 
drift  sands  dredged  from  a  harbour  entrance  is  usually  the  downdrift  beach 
in  order  to  maintain  littoral  transport.  Silty  muds  should  not  be  disposed 
of  in  open  water  sandy  areas,  since  the  coarser  sandy  sediment  provides  a 
good  indication  that  the  finer  material  will  ultimately  be  transported  out 
of  the  area.  Conversely,  sandy  sediments  placed  over  a  silty  bottom  may 
adversely  affect  a  previously  diverse  and  productive  benthic  habitat. 
Disposal  of  rock,  rubble  or  stiff  clay  could  change  local  habitat 
conditions.  This  may  result  in  better  or  worse  habitat  conditions  depending 
on  the  original  conditions.  Random  dumping  of  such  material  can  ruin 
fishing  with  bottom  trawls,  but  a  carefully  designed  disposal  could  enhance 
fish  habitat  by  creating  spawning,  feeding  and  shelter  areas.  Any  disposal 
operation  with  the  potential  to  generate  turbidity  should  be  located  away 
from  water  users  (domestic,  agricultural,  industrial  and  recreational)  to 
the  extent  necessary  to  prevent  interference  with  that  use.  The  extent  of 
the  area  affected  by  disposal  will  be  influenced  by  the  equipment  used. 
The  discharge  at  an  open  water  site  falls  as  a  mass  through  the  water 
column  with  some  generation  of  turbidity  as  material  at  the  outside  of  the 
mass  is  entrained  or  material  is  left  behind  in  the  water  column  as  it 
encounters  the  thermocline.  On  contact  with  the  bottom,  the  mass  flattens 
and,  depending  on  the  relative  densities  of  the  spoil  and  disposal 
sediments,  may  mushroom  up  and  out  a  considerable  distance  from  the  point 
of  impact.  Turbidity  from  the  impact  is  normally  much  greater  than  that 
generated  by  the  material  falling  through  the  water  column  even  through  it 
may  not  be  apparent  on  the  surface.  It  is  desirable  to  avoid  dumping  in  an 
area  during  periods  of  high  currents  which  may  extend  the  zone  of 


turbidity.  Spreading  on  the  bottom  may  be  limited  by  dumping  into  natural 
depressions  or  troughs.  In  shallow  water,  it  may  be  possible  to  restrict 
the  water  column  turbidity  by  deploying  silt  curtains.  The  area  affected 
can  be  minimized  by  dumping  at  a  fixed  site  from  a  stationery  bottom 
dumping  barge.  , 

Four  factors  may  need  to  be  considered  in  the  monitoring  of  open  water 
disposal  sites: 

•.  transportation  of  material  to  the  designated  site;  •  ,. 
I    •  turbidity  generated  by  the  disposal; 

;    •  smothering  of  disposal  site  benthos  and  the  ability  of  the 
benthic  community  to  recover;  and 

•  erosion  and  off-site  transport  of  the  disposed  material. 

A  major  concern  with  open  water  disposal  is  "short  dumping";  that  is,  the 
disposal  of  materials  on  the  route  to  the  disposal  site  to  save  on  transit 
time  and  costs.  Thus,  material  is  spread  over  a  large  area  rather  than  at 
the  designated  site.  The  proponent  may  be  required  to  obtain  an  inspector 
to  ensure  that  his  contractor  is  disposing  the  material  in  the  designated 
site.  Proper  positioning  to  establish  the  site  and  buoying  to  assist  the 
contractor  will  also  be  required. 

Turbidity  generated  by  the  disposal  operation  can  be  minimized  by  dumping 
during  calm  periods  and  with  disposal  equipment  which  places  most  of  the 
material  in  the  water  as  fast  as  possible  and  as  one  batch. 

Use  of  a  silt  curtain  or  other  temporary  containment  device  may  be 
required,  although  such  devices  can  only  be  effectively  used  in  limited 
circumstances.       ... 

Part  of  the  open  water  disposal  site  designation  Includes  assessment  of  the 
benthic  community,  its  range,  biomass  and  potential  for  recovery  or 
re-colonization.  .  The  site  chosen  from  a  matrix-type  evaluation  will 


ideally  be  relatively  impoverished  with  regards  to  benthic  community. 
Monitoring  of  re-colonization  may  be  required.  This  could  include  benthic 
surveys  by  diver  or  remote  camera  and/or  collection,  sorting  and 
identification  of  benthic  grab  samples,  both  over  short  and  long-term. 

2«3   Shoreline  and  Upland  Confined  Disposal  Facilities  (CDFs) 

Six  factors  may  have  to  be  addressed  through  a  monitoring  program: 

infiltration  of  the  surrounding  ground  and  surface  waters; 

maintenance  of  the  integrity  of  the  berms; 

quality  pf  the  dewatering  effluent; 

quality  of  the  receiving  waters; 

maintenance  of  site  accessibility;  and 

impact  on  public  and  adjacent  land  owners/users. 

Material  is  placed  in  containment  facilities  because  it  is  contaminated. 
Therefore  the  facility  must  be  designed  and  operated  so  as  to  prevent 
infiltration  of  surrounding  groundwater  and  surface  waters.  Monitoring  of 
surface  waters  can  be  accomplished  by  collecting  water  samples;  monitoring 
of  groundwaters  will  require  the  installation  of  piezometer  wells  and  the 
pumping  of  groundwater  samples.  Infiltration  can  only  be  detected  by 
comparing  the  quality  of  waters  with  those  before  installation  of  the 
disposal  facility.  Maintenance  of  berm  integrity  includes  preventing 
infiltration  of  water  from  both  sides  of  the  berm  and  ensuring  that  the 
berms  remain  structurally  sound.  This  will  represent  minimal  effort  if  the 
facility  has  been  properly  designed  and  the  necessary  geotechnical 
investigations  undertaken.  Shoreline  facilities  may  be  more  susceptible  to 
faulting  through  destabil ization  of  berm  foundations  as  a  result  of 
infiltration  by  outside  water,  over-topping  during  storms  and  high-water 
periods,  or  by  erosion  from  storms  or  shoreline  currents.  Most  faults  can 
be  prevented  by  adequate  design. 
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Because  the  material  disposed  of  in  the  facility  is  contaminated,  the  site 
can  only  be  dewatered  if  the  dewatering  effluent  can  meet  specific 
requirements.  These  requirements  are  set  on  a  case-by-case  basis,  but 
generally  require  that  the  effluent  meet  a  suspended  solids  criteria,  as  it 
has  been  well  established  that  most  contaminants  are  preferentially 
associated  with  finer  grained  sediments.  The  effluent  criteria  may  also  be 
based  on  receiving  water  quality.  As  it  may  be  very  important  to  maintain 
dewatering  during  the  disposal  operation  in  order  to  minimize  the  size  of 
the  facility,  the  monitoring  operation  may  require  rapid  analysis  of  the 
effluent  quality  to  maintain  dredging  schedules.  Such  analyses  may  include 
total  suspended  solids  and  determination  of  a  contaminart(s)  in  both  the 
dissolved  and  particulate  phases  of  the  effluent.  The  proponent  should 
consult  with  the  analytical  laboratory  selected  to  analyze  samples 
regarding  time  requirements  imposed  by  various  chemical  analyses  to  assist 
in  CDF  design  and  capacity  requirements. 

Because  many  dewatering  effluent  criteria  are  devised  on  the  basis  of  the 
quality  of  the  receiving  waters,  monitoring  of  the  latter  will  also  likely 
be  required.  This  sampling  will  be  of  the  water  column  and  include  total 
suspended  solids  and  the  concentrations  of  various  contaminants  .in  both  the 
particulate  and  dissolved  phases. 

Since  the  material  placed  in  the  facility  is  contaminated  and  has  a  high 
water  content  the  proponent  must  secure  the  site  from  entry  by  the  public 
as  the  site  could  be  both  a  short-term  (e.g.,  drowning)  and  long-term 
(e.g.,  uptake  of  contaminants)  hazard.  Closure  of  the  site  will  require 
that  the  dredged  material  be  capped  to  reduce  public  hazard. 

During  the  disposal  operation,  care  must  be  taken  to  ensure  that  there  is 
minimal  impact  on  the  local  public  and  the  adjacent  landowners/users. 
Timing  of  the  operation  may  have  to  be  restricted  to  periods  when  adjacent 
properties  are  not  being  used  for  shoreline  recreation  (e.g.,  summer 
swimming)  and  to  reduce  the  impact  of  noise,  odour  and  dust  from  the 
operation.  Although  the  former  are  unavoidable,  they  must  be  minimized  and 


dust  controls  may  have  to  be  implemented  through  vegetative  covers  or  slow 
dewatering.  Excessive  dust  problems  may  lead  to  a  requirement  for  off-site 
dustfall  monitoring  through  the  use  of  dustfall  jars.  A  site  manager  who 
can  immediately  respond  to  complaints  and  correct  problems  can 
significantly  improve  public  acceptance  of  a  project. 


ECPS   -   Environmental  Conservation  and  Protection  Service. 

U.S.  Environmental  Protection  Agency. 

Environmental  Protection  Service. 

Internationa]  Joint  Commission. 
OMOE    -  Ontario  Ministry  of  Environment. 
NWRI   -   National  Water  Research  Institute. 

Public  Works  Canada. 
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GLOSSARY 

APHA   -   American  Public  Health  Association. 

ASTM   -   American  Society  for  Testing  and  Materials 

■  -   Confined  disposal  facility. 
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ECPS  -  Environmental  Conservation  and  Protection  Service, 

I^A  -  U.S.  Environmental  Protection  Agency. 

EPS  -  Environmental  Protection  Service, 

'iJiC  -  International  Joint  Commission. 

OMOE    -  Ontario  Ministry  of  Environment. 

NWRI  -  National  Water  Research  Institute. 

PWG  -  Public  Works  Canada. 
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